GEO. J. ENGELMANN, M. D., 

RESIDENCE, 3003 LOCUST ST. 

Office and Private Hospital for Ladies 

511 GARRISON AVE., NORTH OF LOCUST. 
HOURS, 2 TO 5 P. M. 


St. Louis, Mo., 
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